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• 80GB, 160GB, 250GB, 500GB - 
unlimited online storage 

• Premiere Microsoft® Windows 
XP® Embedded 

• Slender, aluminum design 

• Expandable through USB and 
FireWire connectivity 

• Designed for Windows®, Mac OS®, 
Linux and UNIX operating systems 

Ethernet- storage 

Featuring advanced file-sharing technology, the LaCie Ethernet Disk frees PC file servers by providing independent stand-alone 
storage accessible to anyone in the network. Ideal for small- and medium-sized business environments, it will store, backup and 
share files among as many as 25 users. 

easy to use 

Offering simple installation, the Ethernet Disk can be easily administered and controlled via any Web browser, with a variety of user- 
friendly tools and wizards. Moreover, this versatile storage device offers universal connectivity with all existing operating systems. 

stack, rack or stand alone 

The LaCie Ethernet Disk can easily be incorporated into a variety of environments. Its sturdy aluminum design allows it to be used 
as a stand-alone device that when positioned on the desktop, can support a monitor weighing as much as 40 lbs. This drive 
can also be stacked with other LaCie d2 devices, or easily integrated into 19-inch racks. 

unlimited capacity 

W hen the native capacity of the Ethernet Disk is reached, additional storage space can easily be added by daisy-chaining 
additional LaCie hard drives via the USB or FireW ire port 
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LaCie Ethernet Disk 

Universal network storage 



features 

• Simultaneously share data 
among 25 users 

• USB, FireW ire and parallel 
expansion ports 

• Backup function with scheduler 

• N etwork over FireW ire for fast 
400M bits/ s speed 




LaCie Ethernet Disk and d2 Hard drive in rack configuration 



Ethernet Disk accessories 

• LaCie Utilities and Manual CD-ROM 

• Silicone feetfor stand-alone use 

• Ethernet cable 

• Power supply 

system requirements 

network: 

• Auto-sensing 10 Base-Tand 100 Base TX or higher 

• TCP/IP, SMB/CIFS, AppleTalk, FTP, HTTP 

• supports DHCP 



client types: 

• Microsoft® Windows 95/ 98/ NT® 4.0/ 2000/ Me/ XP 

• Mac OS 8.x/ 9.x/ X, Linux, Unix. 

• CD or DVD-ROM drive 



internet browser: 

• Microsoft® Internet Explorer 

• N etscape® N avigator™ 

• Apple Safari™ 
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model 
capacity 
part number 
interface 



500GB 

300626 
lx Ethernet 10/ 100 port 



special features 

rpm/buffer 
expansion ports 
processor/ RAM 
WxHxD 
warranty 



tierner Disk 

80GB 160GB 250GB 

300624 ^^^^B 300673 ^^^^H 300655 
lx Ethernet 10/ 100 port lx Ethernet 10/ 100 port lx Ethernet 10/ 100 port 
W indows XP Embedded; Shared between up to 25 users (W indows, M ac, Linux, ... 
Expandable through FireW ire and USB ports 
720 0rpm/2MB 7200rpm/2MB 
2x USB 1.1, lx FireW ire 400 , lx parallel, lx VGA 
> 733MHz/ 128MB > 733MHz/ 128MB 
19.38 x 12.1 x 2.13 / 492 x 306 x 54 mm 
1 year US/ 2 years Europe 1 year US/ 2 years Europe 1 year US/ 2 years Europe 1 year US/ 2 years Europe 




7200rpm/8MB 
> 733MHz/ 128 MB 



7200rpm/8MB 
> 733MHz/ 128 MB 



1 gigabyte = 1,000,000,000 bytes. 0 nee formatted, the actual available storage capacity varies 
depending on operating environment. 
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Specifications and appearance are given as guidelines and may change without notice. Ethernet/ 040803 



www. Iacie.com 



